TYPE-1

TOILETS

(as per Vaastu)

Type 1

Door-East, Shower-Northeast, E.W.C. - South east,
Wash Basin - West (not correct), W.C. - North west (alt.)

Type II

Door. - North west, Shower - North east, Wash Basin - East,
E W.C. - South east, Wash basin - West (alt position)

TYPE-2

54